The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MO 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

01/24/201.2 


Lany Bates 

Assistant District Attorney, Suffolk County 
Dear ADA Bates, 

Enclosed is the information you requested in regards to Commonwealth hicluded 

are copies of the following; 

1 CiuTiculum Vitae for Annie Dooklian and Daniel Renczkowski. 

2. Ding Analysis Laboratoiy Receipt. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Ann Dooklian was the custodial chemist and performed the preliminary testing and net weight for 
tliis sample. Daniel Renczkowski was analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 


Amiie Dooklian 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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Curriculum Vitae 


Annie Khan (Dookliaii) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry 
University of Massachusetts, Boston, Ma, Bachelor of Science 
Major; Biochemistry 
Minor: Economics 

Experience: 

2003 - presejit 

Chemist L IE Massachusetts Department of Public Health, Drug Analysis Laboratory 
^Responsible for the identification of illicit dnigs to detemiiiie violations of barmlul and narcotic drug laws. 
^Writing of the Standard Operating Procedures (SOPs) and Protocols. 

^Responsible for the Quality Control and Quality Assurance of analytical instninients, reagents and 
controls/standards. 

^Maintenance and repairs of analytical instruments. 

^Trained in the use of complex analytical instranieiitation, microscopes and balances for the puipose of dnig 
analysis. 

^Qualified as an expert witness in Massachusetts Courts and U.S. District Court. 

^Completed six-week training course conducted by senior staff within the Department of Public Health, Dmg 
Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health. 

*Notar3' Public. 

2001 - 2003 

OC Analyst h IL UMMS-Massachiisetts Biologic Laboratory, QC Material Control 

^Completed proficiency training conducted by a member of the staff within the MBL Quality Control and Quality 
Assurance Department for the Food and Drug Administtation. 

^Method Developmejit for creating new techniques for the QC Dept, and FDA. 

^Writing, revising and reviewing the Standard Operating Procedures (SOPs). 

^Trained and supervised new chemists and interns for the department. 

^Routine QC testing of products for the FDA. 

=^Tiained in the use of complex analytical instmmeiitation, and balances for the purpose of QC analysis for product 
and validation projects. 

*Calibration, preventive maintenance, QC and QA of analytical instmnientation, 

^Complete testing of chemicals for Vendor Validation Project for the FDA. 

^Compendial testing and interpretation of the USP, ACS, FCC. AOAC, Merck Index, PDR, etc. 

Additional Courses: 

Department of Justice ~ Forensics Professionals 
Iiiti'oduction to Forensic Dnig Chemistry 
Chemical Spot Test and Mechanism for Illicit Drugs 
Forensic Mass Spectrometry 
Forensic Science 101: An Introduction 
Fundamentals of Forensic Questioned Documents 

Additional Trainings: 

Good Laboratory Practice/Good Manufacturing Practice (GLP/GMP) training with Massachusetts Biologic 
Laboratory. 

Quality Contiol/QuaHty Assurance (QC/QA) training according to FDA Codes and Regulations. 

Gas Cliromatogiaphy (GC) and Gas Chro!uatography/Mass Spectrometry (GC/MS) trainings with Agilent 
Technologies and Restek. 

High Power Liquid Clnomatogiaphy (HPLC)and HPLC/MS/MS trainings \sdth Waters Cooperation. 

Fourier Transform Infiared Specfioscopy (FTIR) tra inin g with Spectros and Spectum One. 

Ultra Violet-Visible Spectroscopy (UV-Vis) training with Agilent Technologies and Beckman. 

Total Organic Carbon Analyzer (TOC) training with MBL and Sievers. 

Associations: 

American Chemical Society ( ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Perspectives in Expert Testimony 
Evidence Analysis 
Ethics ill Forensic Science 
Transition to Leadership 
Fundamentals of Forensic Toxicology 
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CiuTicuium Vitae 


Daniel Renczkowski 


Education 

Degi'ee; Bachelors of Science in Forensic Chemistry,- 

May 2005 from Buffalo State College 
GPA: 3.84, Dean’s List, Honor’s Recognition 
American Chemical Society Undergi-adiiate Award 
Phi Lambda Upsilon Membership 


Related Coursework: Analytical Chemistiy 

Organic Chemistry I and II 
Biochemistiy 

Chemistry of Criminalistics 
Anatomy 


Physical Chemistry 
Instiiimental Chemistry 
Forensics Laboratory 
Physical Evidence 
Physiology 


Employment 

Massachusetts Department of Public Health Diiig Analysis Laboratory 
Chemist I (October 2005 - March 2008) 

Chemist II (March 2008 - present) 

-Successfully completed an eight week training course in the analysis of dmgs 
conducted by senior staff 
-Successfully completed GC/MS training program 

-Responsible for the identification of substances to detemiine violation of the 
Controlled Substances Act of the Massachusetts General Laws 
-Responsible for maintenance and repairs of analytical instmments 
-Responsible for quality control of analytical instillments and standards 

Related Experience 

Niagara County Forensics Laboratory 

Forensic Internship, January 2005 

-Conducted research on the presumptive testing of saliva 
-Conducted research on the identification and detection of lubricants 
"Observed all aspects of the laboratory including drug analysis, firearms 

comparison, trace evidence, arson investigation, toxicology, and serology 
-Daily use of FTIR microscope and DuraSamplerll 
-Familiarized with GCMS programs 
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PRELIMINARY TEST RESULTS 



DATE 1 











Page 1 of 1 


Drug Information 


DRUG NAME: LORAZEPAM 
INGREDIENTS; LORAZEPAM - 1 MG 


NDC: 51079-386-19 
0378-2457-01 
0378-2457-10 
0378-0457-10 
51079-386-24 
51079-386-56 
0378-0457-01 
51079-386-20 
51079-386-01 
0378-2457-05 
51079-386-30 
51079-386-21 
0378-0457-05 

Excipients: Sodium Stearyl 
Fumarate; Lactose 
(Monohydrate); Cellulose, 
Microcrystalline; Polacrilin Potassium 

Regulatory Status: Schedule IV 

Availability: United States 

Product ID 5150787 

Contact: Mylan Pharmaceuticals 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActioiild/evidencexpert.Dis... 1/24/2012 
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Color; White to Off-White , white 
Shape: Circle 

Imprint; MYiiAN 457 The tablet is 
debossed with MYLAN above the score 
and 457 below the score on one side. 

Form: Oral Tablet 

Availabte-Container-Size: Bottle of 
1000 , Dispenser Pack of 300 . Strip of 
300 , Bottle of 100 , Strip of 100 , Strip of 
1 .Bottle of 500, Strip of 25 

AAPCC Code: 007000 - 
Benzodiazepines 



DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY 


PHYSICAL DESCRIPTION: 


V. 

(XtisO f»ci. 


ANALYST_ 

Evidence WL 


Gross Wt { ): 

Gross Wt ( ): 

Pkg. Wt:_ 


Net Wt: 


o 


PRELINIiNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstaltlne Tests 

Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

Cf\<Xor*'.dUc ^ 


PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS RESULTS f^v /< 

DATE sr-\^Wii MS 

OPERATOR _ 

DATE _ 

Revised 7/2005 
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Drug Information 


DRUG NAME: SUBOXONE TABLET 

INGREDIENTS: BUPRENORPHINE - 8 MG 
NALOXONE - 2 MG 


Color: orange 

Shape: Six-sided 

Imprint: N8 Sword Logo 

Form: Sublingual Tablet 

Available-Container-Size: Bottle of 30 

AAPCCCode: 200625 - 
Buprenorphine 


NDC: 12496-1306-02 

Regulatory Status; Schedule III 

Availability: United Slates 

Product ID 6370996 

Contact: Reckitt Benckiser 
Pharmaceuticals 



Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.coni/micioniedex2/librarian/PFDefaultActionId/evidencexpert.Dis.., 1/24/2012 
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PRELIMINARY TEST RESULTS 
RESULTS 

date 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR _ 

DATE _ 

Revised 7/2005 
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Drug Information 


DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 1 MG 


Color: Light Green 
Shape; Circle 

Imprint: M The tablet is debossed with 
M on one side and C above the score 
and 14 below the score on the other 
side., c 14 

Form: Oral Tablet 

Available-Container-Size: Strip of 
100 , Bottle of 100 , Strip of 300 , Bottle 
of 1000 , Strip of 1 , Bottle of 90 

AAPCCCode: 007000 - 
Benzodiazepines 


NDC: 0378-1912-77 
51079-882-20 
51079-882-21 
0378-1912-01 
51079-882-56 
0378-1912-10 
51079-882-01 
51079-882-30 

Excipients: Lactose 
(Anhydrous); Silicon Dioxide, 
Colloidal; Magnesium 
Stearate; Cellulose, 

Microcrystalline; Starch, 
Pregelatinized; Sodium Lauryl 
Sulfate ; D&C Yellow No. 10 ; FD&C 
Blue No. 1 Lake 

Regulatory Status: Schedule IV 
Availability: United States 
Product ID 5726398 
Contact: Mylan Pharmaceuticals 


Copyright © 1974-2012 Thomson Reuters. AN rights reserved. 


http://www.tiiomsonhc.com/micromedex2/libranau/PFDefaultActioiild/evidencexpert.Dis... 1/24/2012 
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DRUG POWDER ANALYSIS FORM 




SAMPLE# AGENCY 

No. of samples tested:_ 


ANALYST 
Evidence Wt 




PHYSICAL DESCRIPTION: 



Gross Wt( ):^_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt; 


PRELIMINARY TESTS 

Spot Tests MIcrocrvstalllne Tests 

Cobalt Gold 

Thiocyanate ( ) _ Chloride_ 

Marquis_ TLTA ( ) _ 

Froehde's OTHER TESTS 


Mecke's_ 

POu^pCwcCac \<£> 


PRELIMINARY TEST RESULTS 
RESULTS o <\ 

f^ATE L.V- V \ 


GC/MS CONFIRMATORY TEST 

RESULTS CAt^ A Ct 
MS 

OPERATOR ca-^O- 

DATE___5£2^;ai_ 


Revised 7/2005 
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Drug Information 


DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 1 MG 


Color: Green 
Shape; Circle 

Imprint: 833 This tablet is debossed 
with 833 above the scored line and 
TEVA on the unscored side , teva 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 1000 . Bottle of 500 

AAPCCCode: 007000 - 
Benzodiazepines 


NDC: 00093-0833-93 
00093-0833-10 
00093-0833-05 
00093-0833-01 

Excipients: Lactose 
(Monohydrale); Magnesium 
Stearate; Cellulose, 

Microcrystalline ; Povidone ; Water, 
Purified ; Starch, Corn ; D&C Yellow No 
10 Aluminum Lake ; FD&C Blue No. 1 
Aluminum Lake 

Regulatory Status: Schedule IV 
Availability: United States 
Product ID 7150694 
Contact: Teva Pharmaceuticals 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thonisonhc.com/micrornedex2/Iibiaiian/PFDefauItActionId/evidencexpert.Dis... 1/24/2012 
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PRELIMINARY TESTS 


Spot Tests 
Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalUne Tests 
Gold 

Chloride_ 

T^LTAi_J_ 

OTHER TESTS 

ry\LA.orY\.<ifL«c Cs(!Sl 


PRELIMINARY TEST RESULTS 
RESULTS CO-V C.") 

DATE g- \ \ ^_ 


GC/MS CONFIRMATORY TEST 

RESULTS _ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 

Folk OIG_PRR_039455 


















Page 1 of 1 


Drug Information 


DRUG NAME: ASPiRiN LOW DOSE 
INGREDIENTS: ASPIRIN -- 81 FvIG 

Color: Yellow 
Shape: Circle 

Imprint: ap The imprint is a lowercase 
p inside an inverted V., 121 

Form: Oral Tablet, Enteric Coated 

Available-Container-Size: Bottle of 
1000 , Bottle of 120 

AAPCC Code: 041701 - Acetylsaticylic 
Acid Alone, Adult Formulations 


NDC: 0603-0025-32 
0603-0026-32 
0603-0026-22 

UPC: 06030-02632 
06030-02622 

Excipients: 

Hypromeiiose ; Hypromellose 
Phthaiale; Iron Oxide 
(Ochre); Cellulose, 

Microcrystalline ; Mineral Oil; PEG- 
400 ; Polysorbate 80 ; Titanium 
Dioxide ; Acetylated 
Monogtyceride ; Lactose 
(Anhydrous); Silicon Dioxide, 
Colloidal; Croscarmellose 
Sodium ; D&C Yellow No. 10 

Regulatory Status: OTC 

Availability: United States 

Product ID 6049210 

Contact: Qualitest Pharmaceuticals 


Copyright© 1974-2012 Thomson Reuters, All rights reserved. 


http://wvAv.thomsonhc.com/microinedex2/librarian/PFDefaultActionId/evideiicexpert.Dis... 1/24/2012 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_20_11\788981.D 

DJR 

21 May 2011 7:29 

BLANK 

2 

GENSCN 

RTE 







25000 


20000 

15000 




.. “ TIC: rsssaixr....’ 


10000 ^ 


5000 j 


frime-> 2.00 3.00 4.00 5.6o 6.00 7.00 8^0 'o.bb lo.'o'o Vtoo i2!oo 13M i4‘.do isioo""leloo ir.to"^i8:oo loioo 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


788981.D Tue Jan 24 14:05:34 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

D; \SYSTEM4\05__20_11\788982 .D 
DJR 

21 May 2011 7:53 

LORAZEPAM STD 

82 

GENSCN 

RTE 


Abundance 

i 20000001 

I 1500000; 
' 1000000 ! 
' 500000! 


8j49 


TfCT7S5982:iT 


i 

! 


5 i 

E ; 


frime-> a'bo ' 3.00 

ioo’'aoo Too' aoT 

abo' iaoo 11:00 

' 12 : 00 ' 13:00 'i4!bo’ islbo' leldo' 'v'dd 'lacio’ loldo'' ’ 

Ret. Time 

Area 

Area % 

Ratio % 

8.490 

2375800 

100.00 

100.00 


788982.D 


Tue Jan 24 14:05:37 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name 

D ;\SYSTEM4\05 20 ll\788982.D 

Operator 

DJR 

Date Acquired 

21 May 2011 7:53 

Sample Name 

LORAZEPAM STD 

Submitted by 


Vial Number 

82 

AcquisitionMeth 

GENSCN 

Integrator 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2,L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 8.49 C:\DATABASE\SLI.L 

LORAZEPAM 


000846-49-1 95 


Abundance 


80 i 


Av^e to“a:5581fun.:^ 


2^9 


75 


60 i 


40 i 


274 


138 


177 


302 


■ : 


j 

102 I 




i 

; : ; 

; 2o' 

29 “ 

i 39 1) 

: r',V' ■ =1^ ' ' I -' 


I ,i 

;) 1 

! 1 Ih 


■ 150 163 

203 

j 

lii i 

'yi 

i 

0^. 

: 

i! 1: 

h; ir 

, iin . .=7 

i 123 

H I I i li 

: i:i ; j [ 

i 186 212 .. 

if ^"^^258 

.: 


jm/z-> 30 
Abundance 

80| 

i 60! 

40! 


#37: OTRAZEPA^JT 


239 


274 


75 


111 

! 


138 


302 


102 


20 i 

29 

; 39 

0* A 


50 


150 


163 


62 


85 


123 


i 


177 


I 186 


.. ■, I = ;M-i-..-i rrh i'!‘i-VLlj., '-f-rri i . ; i'rTT-r' ' ■"-vrrn*r;-r- i ; i-ri j r-- 

:m/2-> 3b 40 50 60 70 80 90 [00 110 120 130 l40 150 160 1>0 180 190 200 2i0 220 230 240 260_26^^^^ 

788982,D Tue Jan 24 14:05:38 2012 Page 2 


202 
, 211 
.220 


248 


258 [ 


'J... 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM4\05 20 11\788984.D 

Operator 

DJR 

Date Acquired 

21 May 2011 8:41 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMe t h 

WGENSCN 

Integrator 

RTE 

Abundance 

TfC; 7SHUB4.Cr . 

i 60000: 

40000i 

i 

1 

30000: 

1 

i aooooj 

i 

10000J 


Iime-> 2,60’ 3.00 4.00 5.66 6.00' '7.00' 8.66 9.00 10.t0 ilioo' la^OO 13:00' ib'oo 17.00 1^00 19^00 j 

Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


788984.D Tue Jan 24 14:05:45 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_20_11\788985.D 

DJR 


21 May 2011 


ASD 

85 

WGENSCN 

RTE 


9 : 05 


'Abundance 

1 I 

; 1400000; 

! 1200000 ; 
i 1000000i 

I 8 OOOO 0 ! 

I 600000: 
i i 

; 400000^2.14 

: 200000 ! ! 

'Time-> 2.00 3.00 4 .bo ' 5.60 6 .bo 


3.74 
i 4.36 


!| ‘ 


TtCT788mO 

8;49 


7.18 


7.00 ' 8.60 abo iado Vi;oo i 2 !oo i3ioo 'i4'oo ibldo^ieloo 17,00 'is.W 19:00 ! 


Ret. Time 


Area Area % Ratio % 


2 .138 

591084 

15.00 

35.56 

3.340 

291916 

7.41 

17.56 

3.436 

192529 

4.89 

11.58 

3.741 

481998 

12.23 

29.00 

4.363 

306468 

7.78 

18.44 

7.181 

415117 

10.53 

24.98 

8.491 

1662070 

42.17 

100.00 


788985.D Tue Jan 24 14:05:49 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\0 5_2 0_11\788985.D 
DJR 

21 May 2011 9:05 


ASD 

85 

WGENSCN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

; 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


80: 


60 


2.14 C:\DATABASE\NIST98.L 

2 -Propanone, 1,3-dihydroxy- 
Acetaldehyde, hydroxy- 
1 -Propanol 


000096-26-4 78 
000141-46-8 9 
000071-23-8 9 


Abuadance 


31 


Average of Z10015 2‘Z22 Mn, : 7BW65:D' (-) 


40' 


20: 


i O’, . 

10 

Ab^undaTice 


15 2‘0 


i 

29 ! 

M 33 42 

Mi ^ 60 52 

H I 1 j L ^ i 

is' ' 3b _ 3b^ ^40 45 sM 

.. MO'eSVZ-Pr^anmTe, f,3-dIliydr^^- 

3.1 


72 


70 


75 


80 


85 

b5 


90 

9b' 


95 i 


80 i 


60; 


40 


20 


0 


43 


29 1 

18 


■ 15 ^ i 

j : i H 

j 33 

; L ii 20 24,^^^ I ! 

‘ ..' ' "V ' ' 

: : i i 3638 41| 

;..n.| i , j-f-i .! 


60 


62 




72 

69 i 75 


868890 


:m/z-> 10 15 20 25 30 35 40 45 50 55 60 65 70 75 80 85 90 95 ! 


788985.D Tue Jan 24 14:05:49 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\05_20_ll\788985.D 

Operator : DJR 

Date Acquired : 21 May 201 1 9:05 

Sample Name : 

Submitted by : ASD 

Vial Number ; 85 

AcquisitionMeth: WGENSCN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 3.34 C:\DATABASE\NIST98.L 

Propanal, 2,3-dihydroxy- 000367-47-5 47 
Glycerin 000056-81-5 33 
3(2H)-Furanone, dihydro-2-methyl- 003188-00-9 32 


Abundance. Average^3.2B71d3.^TBTnIhV:78M85^ 

i '*3 



80j I ' 

I i 

60: I j 

i M 

4oS M ; 61 

: ! i ; 

! M ^ ^ 


20: 28; | 


O! : 

if 

1 ‘ \ \ 
hi n 

38 h 

i 1 ! 4/ 50 53 56 

i 

^ i 

65 

6 9 

75 



^0 



nn/z-> 

25 

3b ’ 

35 40 

'45 50 55 6' 

0 


70' 

75 

80 


bb 


'160 105 


788985.D Tue Jan 24 14:05:50 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 


D:\SYSTEM4\05_20_11\788985.D 
DJR 

21 May 2011 9:05 


ASD 

85 

WGENSCN 


Integrator 

; RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C;\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality; 90 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

3,44 

C:\DATABASE\NIST98.L 

2 (3H)-Furanone, dihydro-4-hydroxy- 
1-Propanol, 2-amino-, (S)- 
1 -Propanol, 2-amino- 

005469-16-9 90 
002749-11-3 40 
000078-91-1 36 


Abundance 


i 

i 

801 

^ i 



1 60; 


1 

40; 

1 1 


1 

\ 20^ 

29 

j 

39 j| 

: oLv 

25[li/: 

j ^ 1 ; 

m/z-> 20 

25 30 

35 ’ 40 ’ 


44 


Average bf 3 '418 to 3.4847nin.: 78B'985Xr(-) 


74 


57 

531.1 61 69 


102 


Abundance 


801 


44 


^ 91 

W062'3: '2(3RPFuranone, dibybr(14-h yd rroy- 


117 


144 


60! 


40 i 


20 i 


29 


25: !:i 


39 


0U:,.-rMi 


57 


53 


74 




102 


rr\lz-> 20 2'5 30 35 40 45 50 5'5 60 65 70 75 80 ^ ^ 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\SYSTEM4\05 

DJR 

21 May 2011 


ASD 

85 

WGENSCN 

RTE 


20 11\788985.D 


9:05 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3.74 C;\DATABASE\NIST98.L 

(S)-(+)-2',3’-Dideoxyribonolactone 032780-06-6 40 
5-Oxotetrahydrofuran-2-carboxylic a 004344-84-7 39 
Thiazole 000288-47-1 39 


Abundance 


80 i 


29 


Average of 3T23' to 3T8“26 rrurT.: 788985^0 (•) 


85 


60; 


40; 


20 ; 


Oi.. ,. 


25, 


39 


i43 


57 


53 ; ' 

49 V 61 


68 


72 81 


98 


113 


' 10 Id ' 2tl 25 ' 30 35 'Js 50 55 60 ' ^ ' 75 ’ 8^ ^5 ’ 90 ‘ 95 'l6o^ 105 ^110 l is’ 

Abundance . . #J41}63y7H)-(+)-^3'-DW6xyi^onola^ . 


80; 


29 


85 


60: 


40 ^ 


20 j 


15 

0! --.-•'ii. 


25 ■ 


42 


37: 

: ! 


57 


53 ^ 


74 


98 


116 


m/z-> 10 15 20 2'5 30 35 40 45 JO 55 60 65 70 75 80 85 90 95 100 105 IIO 115 


788985.D 


Tue Jan 24 14:05:51 2012 


Page 5 


Folk_OIG_PRR_039465 























Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\SYSTEM4\05 

DJR 

21 May 2011 


ASD 

85 

WGENSCN 

RTE 


20 11\788985.D 


9 : OS 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C;\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.36 G:\DATABASE\NIST98.L 
Hexyl isovalerate 
Isosorbide Dinitrate 
Ethylene glycol diglycidyl ether 


010632-13-0 40 
000087-33-2 38 
002224-15-9 32 


Abundance 


43 


■Average of 4:33gTo 47nre 


80 i 29 


60i 


85 


103 


40: 


20 j 


m/z-> 


11 : 


61 


55: 


70 


|.|||^ dil LlL .Jl --r- 

30 %0 5(3 ' ^ ' 7*0 80 'a'o ioO ’ iio l^o' ’ iOO ' 140 ' 160 ’ ' lOo 170 ’ ’ lOo" 


Abundance 

] 


80 i 


60 i 


40 [ 


2o; 


m/z-> 


43 


; 1 


57 


ili i 


69 


“#44'637: Hexyl Isovalerate 
85 1P3 


112 


ill pji .4:i. 14^ 149 157 168 

30 40 50 60 70’ 80 Oo" 100 NO ’ 1^6 ISo" 140 150^ 160 ’ itO l80 


186 


788985 .D 


Tue Jan 24 14:05:51 2012 


Page 6 


Folk_OIG_PRR_039466 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05 
DJR 

21 May 2Q11 


ASD 

85 

WGENSCN 

RTF 


20 11\788985,D 


9 : 05 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C;\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


7.18 C;\DATABASE\PMW_T0X2.L 
Stearyl alcohol 
Cyclohexadecane 
Cyclotetradecane 


000112-92-5 91 
000295-65-8 90 
000295-17-0 64 


Abundance 


80? 


60^ 


4,3 55 


69 


Ave7^e oTT. 163“To 7n,:T889“85X)' (-) 


83 


97 


40: 


20 i 


29 


lil: iiiii 


111 




. 1 . 

30 40 50 60 70 80 90 100 110 


125 


153 168 207 224 j 

120 130 'l40' 'l60 ’leO^'llO 180 190 20o' '210 220 230 240 250’ 290 270' i 


Abundance 


55 


#2356: STe^l alcbbbl 


PW8 


801 


60; 


40 i 


69 


83 


97 

i 


111 


2 ol j I; 

'' i 

il '5li 

! i 

’ !?! [i 

■ 'i; j' 

i|! n 

')i ? 

i ' 




224 


252 


270 

: i-i-r 


m/z-> 30 40 50 60 7'0 80 90 100 110 120 160 140 160 l60 170 180 190 200 210 220 230 240 250 260 270 


788985.D Tue Jan 24 14:05:52 2012 


Page 7 


Folk_OIG_PRR_039467 




























Library Searched 

Quality 

ID 


C:\DATABASE\SLI.L 

95 

LORAZEPAM 


Abundance 
! 90001 

i i 

8000; 

I ; 

! 7000 

I 6000^ 

50001 
; 4000j 

I 3000i 

I i 

j ■ 

‘ 2000i 

; 1000^ 


20 

^bundancd 
i i 

i 9000; 

^ 8000! 

; i 

7000; 

6000 i 

I 

I 50001 

4000! 

I I 

I 3000? 

i 20001 

1000 i 


■ Sranl T04 (8491 minT 788W5:^ 


2;j9 


75 


274 

s 


111 


l 


138 


50 


102 : 


177 


29 

i 


119 


150 


163 


39 


63 


85 


^:j i:|l; Jill I'lij _ 1 |J i IjlOA 


J 186 


203 


!li 212 


302 


248 


ii:. 


,1,;,-..^}], r: - . rrT : tiVr-rVtl-r-rT-.-rn'rn'v-'p'fWr: i ' - .•“‘-f -'~r =' 

3b 4b 50 60 70 8b 90 100 110 120 130 140 150 160 170 180 l90 200 210 2:^0 230 240 250 260 270 280 290 300 310 

“W37: LORAZEPAW 


r-’-l-’TS-'-rlHh"; i ' i < • V-rN : i^{ 44 -TVl*!'r-r-■i,-r--t--i-| 9 -’-(*l 44 V' i ' ■ 

. -- - - - 240 - 

239 


274 


75 


111 


138 


302 

I 


177 


50 


29 


102 

li 


:; 119 


150 


163 


39 


62 


85 


m/2->> 


Oi;. 

20 


28 liii; 


203 


30 40 5b 6b 7b 80 90 100 110 120 130 140 150 160 170 180 


jj 186 I ?:!3 




248 


258 


Folk_OIG_PRR_039468 























Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\SYSTEM4\05 

DJR 

21 May 2011 


ASD 
85 

WGENSCN 

RTE 


20 11\788985.D 


9 : 05 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


7 8.49 C:\DATABASE\SLI.L 

LORAZEPAM 


000846-49-1 95 


Abundance 

i ; 

i so\ 

601 

: 401 

] 20 : 

i 

i ol 

Abundance 

I I 

: 80 j 

; 60i 

I 40 

i 20 


AveTa^of BJ671d-8:^35min;: 788^ 


239 


75 


274 


111 138 


29 


50 


102 

i 


177 


11 


150 


163 


39 


62 87 


123 !l 


203 


302 


I i 


M ij ::i j it! tjii ;ili ■ . '!:M l;| . ;i. 186 ! i 

, ' ^ ^ .‘‘I . . ,!}V ^ ' i , ' . V . 


2,12 


s 


I 248 


n--, .■.r-r-0Wj 


30 40 50 60 70 80_^0 100 110 120 130 HO 15^160170 180 190 200 210^20 230 24^250 2^0 270 
. — . TO'rCORAZEPAM.“ " . 

239 


274 

1 


75 


111 138 


302 


102 


29 


50 


39 


,! 62 ■ 85 


123 


m/z-> " 30 4o' ^0 60 70 867b^'OO 110 120' 130 T 4 O 150 160 170 180 200 210 220^^ is^o'250^0 2^0 280 29b’3^^^ 




150 




163 


177 


; 202 
' .04= *211 
.15^ . . 220 

•ikl---!-! vhrxT" : ■ ' 


.li'; 248 


258 


788985 .D 


Tue Jan 24 14:05:52 2012 


Page 8 


Folk_OIG_PRR_039469 

































Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM4\05__20_ll\788987.D 

Operator : DJR 

Date Acquired : 21 May 2011 9:52 

Sample Name ; BLANK 

Submitted by ; 

Vial Number : 2 

AcquisitionMeth: GENSCN 
Integrator : RTE 

. 

< i 

25000f4^4v*4v.J 
20000! 

15000i 
I 10000I 

i 5000I 

[rime--> 2.00 3 .bo 4.00 5.00 6.00 'ibo ' 8 .bb 9.00 'ib!do' itoo lEoo n’.oo ’14:0V 15.00 lelbo itVo ikbo iVoV 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


788987.D Tue Jan 24 14:05:59 2012 Page 1 


Folk DIG PRR 039470 












Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

D:\SYSTEM4\05_20_11\788988.D 
DJR 

21 May 2011 10 :16 

LORAZEPAM STD 


82 

GENSCN 

RTE 


Abundance TICT7889B8.D 

; 2000000 ) 


1500000! 

lOOOOOOj 


500000) 


i 


iime-> 2.00 3.00 4.00 5.00' 6.00 'i.'oo 8,00 9,66 

io:oo'Ti!oo" 

12!6o"'i3:oo Woo' ism ’i6!66 lYod le'oo 19 : 60 ' ’' ; 

Ret. Time 

Area 

Area % 

Ratio % 

8.490 

2185515 

100.00 

100.00 


788988 .D 


Tue Jan 24 14:06:02 2012 


Page 1 


Folk_OIG_PRR_039471 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

D;\SYSTEM4\05 20 ll\788988.D 


Operator 

DJR 


Date Acquired 

21 May 2011 10:16 


Sample Name 
Submitted by 

LORAZEPAM STD 


Vial Number 

82 


AcquisitionMeth 

GENSCN 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 8.49 C 

:\DATABASE\SLI.L 

LORAZEPAM 

000846-49-1 95 


roijndance 


of 8.4601^^^^^^ 


239 


80: 


60 


76 


274 


40- 


20 ; 


29 


50 


111 


102 


138 


177 


O'- ri-j ■: ■ j i 44'! T'i'f l'jH4T^|^-i'44-7 ^ ' j : I'v! i i iH'f’r-; ! : i i( i 1 'r; r j'j I 1 : : • ; : 1 c'r; J } 111 j, - . , ,1 [jy 

'm/z-> 30 40 50 60 70 80 90 100 110 120 130 140 160 160 170 l60 1^0 200 210 220 230 240 250 260 270 280 290 300 


39 


62 :i 85 i] ■ 126 :!, 


150 


163 


203 




4 186 


2,12 


^221 ,, i!j!283 


302 




Abundance 


WTTOTTOEPAM 


239 


80; 


60- 


40: 


20^ 


0^ 


75 


29 


39 


111 

i 


102 


138 

t 


177 


274 


0 

85 


150 

1 1 : 

•I 202 1 

1 62 

! 123 

■;.! ; : H 

! 211 ■' 

■ jjy 

, i 

' , ^ 

! i , ! 

||,J 

iji;, .i.ij;. 

' 220 /, 248 258 

i -r*r' 'i ■ n e*! : i ■ t t t t't't i : j ; " 




302 


m/ 2 -> 30 40 50 6b 70 80 90 l6o 110 120 130 140 150 160 170 180 190 200 210 220 2^0 240 250 260 270 280 290 3b0 


788988.D 


Tue Jan 24 14:06:03 2012 


Page 


Folk OIG PRR 039472 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\SYSTEM4\05_18_11\788716.D 

Operator : DJR 

Date Acquired : 18 May 2011 17:07 

Sample Name : BLANK 

Submitted by ; 

Vial Number : 1 

AcquisitionMeth: WSCREEN 
Integrator ; RTE 

^Abundance ~ TIC: 7S87'16,D 

! 50000 

i iV 

30000j 

I 20000i 

! i 

i loooo; 

hme-> ibo 4.00 6.00 8.66' 'lofo ' i2:oo i4!o^ 16.00 i8:oo 20^!^ 24V0 26.oo_^.asioo 

Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


788716.D Tue Jan 24 14:01:30 2012 Page 1 


Folk_OIG_PRR_039473 







Area Percent / Library Search Report 


Information from Data File; 



File Name 

D:\SYSTEM4\05 

18 11\788717.D 

Operator 

DJR 



Date Acquired 

18 May 2011 

17:41 


Sample Name 
Submitted by 

BUPRENORPHINE 

STD 


Vial Number 

17 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Abundance 
i 700000 


. 

. TiciTmi^m 

16j.62 

! 600000 





: 500000 





1 400000 





300000 





^ 200000 



! 

i i 

; 100000 




I I 

i 

' I 

|rime-> ibo 4.00 6.00 8.0O ' io!oo i2:ob 


"^jsioo 2 o:ob 2^00 ' 24^00 26 !po ' 2^00 : 


Ret. Time 

Area 

Area % 

Ratio % 

16.617 

3350042 

100.00 

100.00 


788717.D 


Tue Jan 24 14:01:34 2012 


Page 1 


Folk_OIG_PRR 039474 










Area Percent / Libraxy Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_18_11\788717.D 
DJR 

18 May 2011 17:41 

BUPRENORPHINE STD 

17 

WSCREEN 

RTE 


Search Libraries: C;\DATABASE\SLI Minimum Quality: 90 

C;\DATABASE\PMW_TOX2-L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 16.62 C:\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 89 
6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 80 
Dibenzo[a,c]pentacene 000216-08-0 43 


'Abundance 


55 


T^^age of 1B;4501 o f6731l^^ (-) 


378 


80. 


601 


40! 


20^ 


:27 


0’ 


41 


84 


101 


. } 69 


147^^1 .181 197 216 239 256 281 296310 


336 


352 


410 


434 

449 


392 


467! 


in/z-> 40 60 80 100140 'l^o'’l80 200 226' 240 20o" 260^00 3^0 "sloT sOo' sSo’ 400"^ 440 460 | 


Abundance. #^4561 :"6'14-'Hhenomorpblnan-T.melh”an6!717-(cyclopr6^^^ 

i 378 

I ; 

80 \ I 

; i i 

I 60; I 

^ I 55 i 


40| 

) 20 

I O:,.j 

fn/z-> 40 


84 

ii I 

69 ..V. 
60 “so 


410 

i 434 


101 123 162 184198 


216 


2-13 263 281 296 


336 


352 


392 


312 


! 449 


467 i 


'l66 1^0^146 1?0 J^0 260 226" 240 260 280 31^6"*3 20 340 ^360 380 4(!>0 42o' 44 o' 460 i 


788717.D Tue Jan 24 14:01:34 2012 Page 2 


Folk_OIG_PRR 039475 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_18__11\788719.D 

DJR 

18 May 2011 18:49 

BLANK 
ASD 
1 

WSCREEN 

RTE 


Abundance 


TfC:7BB7T9:D 


50000 

40000 






30000: 


20000 : 


10000 ; 


lime-> ° bo ioo 6.00 8.56 ' loloo 12;ob ’ 14!00 leioo ’ 18 !oO 20,'oo 22:00 24:00 26:00 28:00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


788719.D Tue Jan 24 14:01:39 2012 Page 1 


Folk_OIG_PRR_039476 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D; \SYSTEM4\05_18__11\788720 .D 
DJR 

18 May 2011 19:23 


ASD 

20 

WSCREEN 

RTE 


'/Abundance 

700000; 

i 

i 600000: 


7,42 

6.78j 


I 6000001 

I 400000) 

: 300000; 

i 200000 ; 2-^2 4 30 

! looooopi ' 

i Oi, .. ...-. 

rrfme*-> 2.00 4.00 6.00 8.00 


TrcT78amD 

16.59 


9.65 


10.00 12:00 


14^0 


' 16.00' 


18.00 20.00 22.00 24.00 26.00 28.00 


i 


Ret. Time 

Area 

Area % 

Ratio 

1.918 

133612 

1.99 

3.79 

2.151 

146736 

2.18 

4.16 

2.390 

105560 

1.57 

3.00 

2.821 

200522 

2.98 

5.69 

3.826 

102472 

1.52 

2.91 

4.358 

149968 

2.23 

4.26 

6.775 

981881 

14.60 

27.86 

7.415 

802409 

11.93 

22.77 

9.653 

576910 

8.58 

16.37 

16.592 

3524287 

52.41 

100.00 


788720.D Tue Jan 24 14:01:43 2012 Page 1 


Folk_OIG_PRR_039477 














Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\SYSTEM4\05 18 ll\788720.D 


Operator 

DJR 


Date Acquired 

18 May 2011 19:23 


Sample Name 



Submitted by 

ASD 


Vial Number 

20 


AcquisitionMeth 

WSCREEN 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 1,92 C 

:\DATABASE\NIST98.L 

2-Hydroxypyridine 

000142-08-5 5 


2 -Hydroxypyridine 

000142-08-5 4 


2-Hydroxypyridine 

000142-08-5 4 

Abundance 

Averase on .906 to i rOSOTnin;:788720;IT(-) 

.. -..- - 

f 

96 1 


80; 


60 i 


40 ; 


20 \ 


i . ... , . 

m/z-> 25 30 


39 


56 


61 


35 40 


45 


50 


55 60 


65 


72 

r'o 75 ^80 


85 90 


il. 

95 100i 


Abundance 


“#Trei3¥: "2-Ry droxypy n dine" 


9,5 


SOI 


60 


40 ^ 


20 : 


2B 


39 


67 


'nn/z-> 


33 


,42 


50 


78 


25 30 35 40 45 50 55 60 65 70 75 80 85 90 95 100; 


788720.D Tue Jan 24 14:01:43 2012 


Page 2 


Folk_OIG_PRR_039478 
























Area Percent / Library Search Report 


Information from Data File; 


Pile Name 

D:\SYSTEM4\05 18 ll\788720.D 


Operator 

DJR 


Date Acquired 

18 May 2011 19:23 


Sample Name 



Submitted by 

ASD 


Vial Number 

20 


AcquisitionMeth 

WSCREEN 


Integrator 

RTE 


Search Libraries; C:\DATABASE\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

2 2.15 C 

:\DATABASE\NIST98.L 

2”Propanone, 1,3-dihydroxy- 

000096-26-4 83 


Acetaldehyde, hydroxy- 

000141-46-8 42 


1 -Propanol 

000071-23-8 9 

Abundance 

. .Average of 2:T2t tdT.21Trnin.:7S"872'01) {-). 

31 

i 


aoi I I 

I 

I 


t 


j 20 


i ^ 

42 


72 





i i 


60 i 

; 

: 


11 45 

65 

Mi \ 

.102.1 

10 

15 20 25 30 

35 4b~' 45 ' 50 

’ S' ' 

e'o ’ 65' 7b' ' 75 '' 8b sb 

' 9b ' ob ibo ibs 1 



40^ 


jftbunclance 


80; 


31 

i 


¥TD65TT^Prb>anoner 1 *3-d^ 


60, 


40 i 


43 


20^ 

15 

23 1 



\ 

j oi. ^ 1 

) ; ‘ 

25 j ! M : 

! 36 

40; 

I i 46 

m/z-> io 15 20 

2^' '30 

' 35 ' 

‘ 4o 

45 


52 5 ^ 

50 ’ 55 ' 


60 

69 

60 ' ^5 


72 


i -pi- 

70 


75 


80 


86 89 
85 ’ '90 


95 100 105 


788720.D Tue Jan 24 14:01:44 2012 Page 3 


Folk_OIG_PRR_039479 






























Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM4\05 18 ll\788720.D 



Operator 

DJR 



Date Acquired 

18 May 2011 19:23 



Sample Name 




Submitted by 

ASD 



Vial Number 

20 



AcquisitionMeth 

WSGREEN 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI 

Minimum Quality 

: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# Qual 


3 2.39 C:\DATABASE\NIST98.L 


1 ,2-Pentadiene 

000591-95-7 

83 

2H-Pyran-2-one 

000504-31-4 

83 

2 H - Py I'an - 2 - one 

000504-31-4 

83 


Abundance 


80 


60 ^ 


40; 


20 : 


Oi: 

ni/z-> 10 


28 


39 


AveTage ■of7:3"4216 2;444 niin. :7S8720:DT-) 
68 


! 


44 


53 


93 


..........!.....ll? ^ ^ 

15 2b 25 30 35 40 45 S'O 55 60 65 70 75 80 85 90 95 ibo lb5 iiO lis 


;Abun dance 


80: 


27 


39 


397igrT72-Penta^t^ 


53 


68 


m\ 


40 


20 


MM 


'15 I , 

i 

M ;| 

: : ; I I 


'. 43 i 

: Op = : . . . v-vv..:-, | i = 



fTi/z-> 10 15 20 25 

30 35 

40 45 50 


63 


788720.D Tue Jan 24 14:01:45 2012 Page 4 


Folk_OIG_PRR 039480 



























Area Percent / Library Search Report 


Information from Data File; 

File Name : D;\SYSTEM4\05_18_11\788720.D 

Operator : DJR 

Date Acquired : 18^Iay2^1 19:23 

Sample Name ; 

Submitted by : ASD 

Vial Number : 20 

AcquisitionMeth: WSCREEN 
Integrator ; RTE 


Search Libraries: C;\DATABASE\SLI Minimum Quality; 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

2,82 

C:\DATABASE\NIST98.L 





D-Limonene 

005989-27-5 

95 



Limonene 

000138-86-3 

94 



D-Limonene 

005989-27-5 

93 


Abundance .. Average of ?785 to'2,863 mm.: 78157‘20.D“(T 



6,8 


80 ; 

i 

60 i i 



788720.D Tue Jan 24 14:01:45 2012 Page 5 


Folk_OIG_PRR_039481 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_18_11\788720.D 

DJR 

18 May 2011 19:23 


ASD 
20 

WSCREEN 

RTE 


Search 

Libraries; C;\DATABASB\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NISf98.L 


PK# 

RT Library/ID 

CAS# Qual 


3.83 C;\DATABASE\NIST98.L 

2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 58 
2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 42 
2-Furancarboxaldehyde, 5-(hydroxyme 000067-47-0 42 


Abundance 


Averse of 3:8OTTo 37S9B mia 


I 


^7 


41 


80: 


60 


40; 


20 : 


o; 


126 


69 


i 1 


53 


28 


37 


^45 49|i| 57 




81 

H i ^ i i ; ri r-i-l: i 


109 


Wz-> 15 2b 2^ 30 35_4b 45 50 55 60 65 70 75 80 85 90 ^ lbo 105 110 115 120 125 130 j 

Abundance'’ 


#4"2D 14: 2-Fura ncarBoxaldeHyde, 5-l[fTyaf6xymelhyl)‘- 


80i 


60: 


40: 


20 


m/z-> ^ 15 20 25 30 35 40 45 50 55 60 65 70 75 ' 80 85 ' ^ 95 ido' ibs 110 *115 1^0 125 ibo 


41 


126 


28 


69 


53 


18 


j ; ■ 


81 


109 


788720.D 


Tue Jan 24 14:01:46 2012 


Page 6 


Folk_OIG_PRR 039482 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_18_11\788720.D 

DJR 

18 May 2011 19:23 


ASD 

20 

WSCREEN 

RTE 


Search Libraries 


PK# 

RT 

6 

4.36 

Abundance 


i 80: 


60 ! 

31 

40- 


1 20: 

j ; 

; ! 

27 I i 

0 

m/2-> 

'Abundance 

] 

25.3b : 

\ 1 

801 

: i 


60: 


40: 

31 

20i 

: 

1 O'- 

.j.__ _ 


C:\DATABASE\SLI 
C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98,L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 

Qual 

001825-62-3 

38 

000087-33-2 

32 

010632-13-0 

28 


C:\DATABASE\NIST98.L 
Silane, ethoxytrimethyl■ 
Isosorbide Dinitrate 
Hexyl isovalerate 


43 


Average of4.340 loA-WmlnT: 7887201) (0 


85 


103 

i 


61 


57 


39 3 


13^87 

; Nin , i ijJi-M H3 j ,!i.l. li ..LI. ..-I"!, 

2'5 3(0 35 ' 40 " 45 ' 5ti 55 60 65 70 75 80 85 ' 90 9'5' 166 105 iio 1i5 120 1^5 180 135 


53 I 


69 


73 


81 I 


/ 89 


97 


115 


131 


■S4?579;lSilane, eTRoxyfnntielfiyl- 


75 


103 


45 


59 


! f 


87 


--l-vUv ., 


117 


m/z--> 


788720.D 


Tue Jan 24 14:01:47 2012 


Page 7 


Folk_OIG_PRR_039483 
































Area Percent / Library Search Repoi^t 


Information from 

Data File: 

File Name : 

D:\SYSTEM4\05 18 ll\788720.D 

Operator : 

DJR 

Date Acquired 

18 May 2011 19;23 

Sample Name : 


Submitted by : 

ASD 

Vial Number : 

20 

AcquisitionMeth: 

WSGREEN 

Integrator : 

RTE 


Search 

Libraries: C:\DATABASE\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 


PK# 

RT Library/ID 

CAS# Qual 


6.78 C:\DATABASE\NIST98.L 

Pentanedioic acid, 3-ethyl-3-methyl 007445-19-4 23 

Pentanedioic acid, 3-methyl-, dibut 056051-60-6 23 

7,7,9,9“Tetrakis“hydroxymethyl“1,4- 1000193-69-8 16 


Abundance 


4;1 




80; 


129 


60^ 


40 i 


20: 


55 83 

69 i 


97 


111 


■Ihl20. 


157 


171 


143 


185 


213 


199 


256 


227 


I 0 ^ , ryrv-,-.:- r , , i; -r.-rTiH r > ! ^r'T rT'. Jl - v+rl': •. r , . .rr-r-v. v i : rrl, T r ■ : - 

10 20 30 40 50 60 70 80 90 100 110 120 l30 140 150 160 170 180 l6o 200 210 220 230 240 250 260 270 
Abundant 


277 I 


80 


69 


#58Z67': Penlanedlbic aad.' 3-elhyf-3-melhyi-7^Imelhyr 
129 


60: 

401 

! 

! 

j 

201 29 

0^-4. 


41 


55 


97 


87 




113 


i ! 


142 


171 


155 

U : ; ■ 


202 


'm/z-> 10 20 30 40 50 'eb"'70 ‘so 90 100 lio 1^0 130 140 150^160 170 180 190 200 210 220 230"240 250 260 2t0 


788720.D 


Tue Jan 24 14:01:48 2012 


Page 8 


Folk_OIG_PRR 039484 

































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


D:\SYSTEM4\05_18_11\788720.D 

DJR 

18 May 2011 19:23 


ASD 

20 

WSCREEN 

RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


:as# 


Qual 


7.42 C:\DATABASE\PMW_T0X2.L 
Stearic acid 
Myristic acid 
Tridecane 


000057-11-4 94 
000544-63-8 83 
000629-50-5 10 


29 


20i 

Abundance' 

80S 

i 60i 

I 40J 

j 

; 20i 

0 


Abundance 


; ; 4^ 

7? 

1 

60 

80j 

i! ! 

|!i j 

60( 

ill 1 

i 40j 11 

N • 1 


Average of T3'85l^-611 min.: T8B72III)‘ (-) 


129 


83 


in i 


97 

i 


115 


30 40 50 60 70 6'0 J90 1QQ 110 120 130 140 ISO lOO 170 1^0 190 260 210 2^0 230 240 250 2^ 270 280 i 
■ ■ ■ . mmrsj^ucwd ~ pnjso. = 


Mm 107Uj 


143 


157 


185 

171 ^99 


241 


213 


227 


255 


284 


267 


73 


60 


284 I 


129 


83 97 


! i 

i: : i 


111 


143 


185 

171 199 


241 


I 


I 


264 


m/z-> 30 40 50 60 to 8b SO ' 'lOO l/o 120 130 110 150 1 bo' 17o’ 180 VbO 200 210 2^0 2^0 240’ 250 2bo'_270’ 28o’ /i 

788720.D Tue Jan 24 14:01:48 2012 Page 9 


Folk_OIG_PRR_039485 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_18_11\788720.D 

DJR 

18 May 201 1 19:23 

20 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality; 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


C:\DATABASE\NIST98.L 

Morphinan-6-one, 4,S-epoxy-3,14-dih 000465-65-6 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 


jAbundance 


A^ge'^9:6'fTT6 97736^^^^^ 


171 187 201 

. 161 li i 

y i 145 I . : 


m/z-> . 30 40 50 60 70 80 90 100110120130140160160170160100 


254 270 


ivtiW.'i', l‘(Wr '('.rtTT4il-vri44ifrrT-v|i)4V,-j-n-i I i , rvl , 


'Abundance 


''ffT2ff673': Mdr^ina n*6-one, 4, S^e poxy-3 ■1'4-'gifiydrdxy■ 17V2'-pro 


m/z-> ^ " 30 ' 40 5o"*6'0 " 70 'M 90"”iooi1012013bT4bl5Ft6bl70l’8bl9dMb21022"o23d24025b2^02td28o"2903(llb310320330! 


171 187 


252 270 


788720.D 


Tue Jan 24 14:01:49 2012 


Page 10 


Folk_OIG_PRR_039486 




















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_18_11\788720.D 

DJR 

18 May 2011 19:23 


ASD 
20 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


10 16.59 C:\DATABASE\NIST98.L 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 96 

6.14- Ethenomorphinan-7“methanol, 17 052485-79-7 96 

10-Methoxycamptothecin 019685-10-0 43 


Abundance 


55 


Average Of to 


378 


80: 


60^ 


40: 


20 ! 


41 


84 


410 


434 


i27 


J: 69 : 


101 


i ^ I®, 133147181 197 216 239 256 281 


295 312 


352 : 

336 ! ; 392 


449 

! 467 i 


Abundance 

80; 
60 i 

I 

40 i 


40 60 ""iS""Too"" 120 ' '146 ’i66^ /’66’ 266 226 246 " '260 '280 360 ' 320 340 ^ 3 ^' 380 ’4o6"^4io '440^460 


W045B'1: 6,14-EthenoiT!orphinan-T-rnethanoiri7-(cy^6propyffT^^ 


378 


55 


410 


434 


201 


84 


! 101 123 162 -1^4198 


0 


69 . 


243 


263 281 296 


336 


352 


392 


312 


449 


467 


m/z-> 


40 ' 60 W 100 liin40 'i?5’' iso’ 200 22 Cr 2 io" 2 i ^6 28 o' 360^20 340 3^0 380 ioT’-iiO 4^0 460 


788720.D 


Tue Jan 24 14:01:49 2012 


Page 11 


Folk_OIG_PRR_039487 


























Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM4\05 18 ll\788728.D 

Operator 

DJR 

Date Acquired 

18 May 2011 23:54 

Sample Name 
Submitted by 

BLANK 

Vial Nuniber 

1 

AcquisitionMeth 

WSCREEN 

Integrator 

RTE 

Abundance 

j l 

...TIC:'78S72B:(J. .... 

1 

4 

; 50000;^ 

1 

40000' 

30000i 

; 

20000; 


10000! 



i 


2.00 4.00 6.b0 ' 8.00 To!o 0 12 !oo’ le.’oo 18 !oO '20.00 22:00 24;00 26.00' 28^00 


Ret. Time 

Area 

Area % 

Ratio % 


***NO INTEGRATED PEAKS*** 


788728,D 


Tue Jan 24 14:01:57 2012 


Page 1 


Folk_OIG_PRR 039488 














Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM4\05 18 ll\788729.D 

Operator 

DJR 

Date Acquired 

19 May 2011 00:28 

Sample Name 

BUPRENORPHINE STD 

Submitted by 


Vial Number 

17 

AcquisitionMeth 

WSCREEN 

Integrator 

RTE 


Sundance - TIC: 7g872gX> 

16.62 

I 800000i 

I 600000; i 

^ 400000: ! 

i ■ !l 

i 200000 i j! 

! i H 

iTime"> ZOO 4.0o 6.00 ’ kho io:ob izob 14.00 ie.ob la^oo 2 o! ob aaloo 24! oo 26,oo '28!oo 


Ret. Time 

Area 

Area % 

Ratio % 

16.621 

3937557 

100.00 

. 100.00 


788729.D 


Tue Jan 24 14:02:00 2012 


Page 1 


Folk_OIG_PRR_039489 












Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM4\05 18 11\788729.D 



Operator 

DJR. 



Date Acquired 

19 May 2011 00:28 



Sample Name 

BUPRENORPHINE STD 



Submitted by 




Vial Number 

17 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 16.62 Cr\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methanol, 17 05248B-79-7 96 
6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 43 
1,2,8 ,9-Dibenzpentacene 000227-09-8 43 


Abundant"' 


80 


5,5 


Avei^^ 


378 


601 


40 i 


201 


41 .1 


84 


101 


Ol 


27 :;■! I 60 


■'''^131147 162 181 202 ^!® 256 280294 310 


- i--' -t hji-r J 


410 


434 


352 


: 392 


449 


467 


h/z-> 40 ' 60 ' 80 TJ£ ‘ 1 m 260 2^ ’246 260 '260 :^0 3^6 340 360 j^O ’ 466 

Aburidance T1"0~45BTr6,i4-Hb^6morphlmn-7-methanbrr iT-{^^ “ ~ 

: 376 

s 

i f 

80 ; I 


60 i 


401 


20 i 


55 


84 


69 ,- i 


101 123 162 ^94198 


216 


243 


263 261 2963.^2 

1.... ■ ■ ■' 


336 


352 . 


410 


! 392 


434 

I 449 
! i 467 

I i F 


^/z-> ^ '46 ' 60 " 80 Too "120 140 160 I 80 ' 2 O 0 I 2 O 240 260 280 300 sio' 34 o’ 360 ' 380 ToO 420 440 460 I 


788729,D 


Tue Jan 24 14:02:00 2012. 


Page 2 


Folk OIG PRR 039490 




































Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\05_20_ll\788932.D 

Operator : DJR 

Date Acquired : 20 May 2011 17:09 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: CLONAZ 
Integrator : RTE 


Abundahce TfC; 788932'.D 



|Time-> 2.00 2.50 3.00 3.50 4.00 V4.0O 5.66 5.50 ^0' 6.50 f OO 7.50 's.bo ~^S0 aOO 9.50 J0!00 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


788932.D Tue Jan 24 14:04:30 2012 Page 1 


Folk DIG PRR 039491 















Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

D:\SYSTEM4\05 20 11\788933.D 

DJR 

20 May 2011 17:23 

CLONAZEPAM STD 

24 

CLONAZ 

RTE 

iAb Li n dance 

. . ■ ■—. 

TfU:78B03Xn 

j i 


6j62 

i I 

i ; 

; 400000] 


i r 

^ 1 

i 300000i 



i j 

2000001 


i 

1 100000j 

! i 

i 

O' 


■ \ 1 

i i 1 

Time->> 2.00 2.50 3.b0' 

3.50 4.00 4.bo' 5.bo 

5,50 ' 6.00 ' 6.50 ' fbo 7,bo ' ' 9.50 ' jo!bo' ' ’ 1 

Ret. Time 

Area 

Area % Ratio % 

6.620 

1158680 

100.00 100.00 


788933.D Tue Jan 24 14:04:34 2012 


Page 1 


Folk_OIG_PRR_039492 










Area Percent / Library Search Report 


Information from Data File: 



Pile Name 

D:\SYSTEM4\05 20 ll\788933.D 



Operator 

DJR 



Date Acquired 

20 May 2011 17:23 



Sample Name 

CLONAZEPAM STD 



Submitted by 




Vial Number 

24 



AcquisitionMeth 

CLONAZ 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 95 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 6.62 C:\DATABASE\PMW_T0X2.L 

Clonazepam 

Clorazepate-M/artifact AC 
Estradiol 2AC 


001622-61-3 98 
000000 - 00-0 2 
003434-88-6 1 


Abundance 


801 


60; 


40 i 


20 i 


75 


89 


51 63 

i 


102 


42 i 


Average“or6.54‘6~to 6,75^1 min.:78'8933.1T (-) 


2^0 


234 


151 


177 


205 


125 


111 

! ; 


138 


164 


252 


268 ! = 

! Si 


193 


222 


I , ! : ^ .i::; j,:;, 'I, ,, J PI 

O-:-.'• 5 . -r3‘] vi' ‘‘ ^, Iii; • . ' r ‘rr4M^,i'^ -Pi'' t I P:J| t 4^ H^j' . I TT- 

di/z-> 40 50 60 70 80 9‘0 100 110 120 130 140 150 160 170 180 190 200 210 2^0 230 240 250 260 270 280 290 300 310 


314 


! 298 


Abundance 


M54: Cldnakepam 


F1674 


280 


314 


80; 


60; 


40i 


234 


i i 
i ( 


20i 


76 


89 


62 


m/z-> "" 40 50 60"70 80"oo lOo'l "io 120 1^0 140 VsO 1W 170 1^0 iSo' 260 210 220 230 240 2^0 3o' 270 280 280 300 310 


151 

I 

i 


177 


205 


268 


252 






: 4 -f 4 -r’, 




788933.D Tue Jan 24 14:04:35 2012 


Page 2 


Folk_OIG_PRR_039493 


























Area Percent / Library Search Report 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


788972.D 


Tue Jan 24 14:04:51 2012 


Page 1 


Folk_OIG_PRR_039494 













Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\05_20__11\788973.D 

Operator : DJR 

Date Acquired : 21 May 2011 5:27 

Sample Name : 

Submitted by ; ASD 

Vial Number ; 73 

AcquisitionMeth: WCLONAZ 
Integrator : RTE 


Abundance TIC: 7M973,cr 

6162 

600000i j 

j 500000! i 

j 400000i f 

I 3000001 : 

■ 2000001 j| 

^ 100000! n 

i i 

Time-> '~^,bo 2.50^ 3,00 ' 3,60 ToO' 4?5b 'sTbo 6^0^’6^50' 7.00 ‘ 'fbo' aOb '8.50 aOO 9.50' lo’oo 


Ret. Time 

Area 

Area % 

Ratio % 

6.620 

1781796 

100.00 

100.00 


788973.D Tue Jan 24 14:04:55 2012 Page 1 


Folk_OIG_PRR_039495 


















Area Percent / Library Search Report 


Information from 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

D:\SYSTEM4\05 
DJR 

21 May 2011 


ASD 

73 

WCLONAZ 

RTE 


20 11\788973 .D 


5:27 


Search 

Libraries: C;\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 
; 90 

PK# 

RT Library/ID 

CAS# 

Qual 


6.62 C:\DATABASE\PMW_TOX2.L 

Clonazepam 

Clorazepate-M/artifact AC 
Estradiol 2AC 


001622-61-3 98 
000000-00-0 9 
003434-88-6 1 


Abundance 


80 


60: 


40: 


20 ; 


75 

! 89 


51 


63 


Awrap Of ^535W6:7B3'mrn 


151 


177 


j ! 


102 

: 125 

111 i 138 

mI, li . ii, 


163 


192 


234 


205 


280 


268 


222 


iii 

i l 


289 


314 


r i'! 

■ ; M 7i‘1 T ■! ,,•! ^ > l .i . ,1 .'i. !7 'i i j, : , j , I’ ' 

Wz-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 1 ^0 200 210 220 230 240 250 260 270 280 290 300 310 320 | 


'Abundance 


80; 


■#45'4: "Cfdnazepam 


■PT574: 


2^0 

[ 


314 


60 i 


234 


’ 40; 






: I i 

: J 

i 

■ 20; 

76 

62 

; i 

89 

i 

161 

177 205 

^ li 


268 1 ‘' 

252 ' 

; i s i 

(i ! 

=i i 

41 

: 04,^., 

m/z-> 40 

50 60 70 ‘so' 

j 

90 i6b 110120 lib 

140 150 160 

; 170 180 190 2b0 210220 2io 

. ,4..-,,,,-,4-,-,, , riUiiil-r. ..fT-y, i4VT.. ■ \ 

240 250 260 270 280 290 300 310 320 ! 


788973.D Tue Jan 24 14:04:56 2012 Page 2 


Folk_OIG_PRR_039496 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\0 5_20_11\788 975 .D 
DJR 

21 May 2011 5:55 

BLANK 
ASD 
2 

WCLONAZ 

RTE 


Abundance 
! 5000^ 


I 4000: 

! 3000; 

2000 i 
i 1000^ 

j ft, 

; i 

^ oi- 

!T)me-’> 


TTCT 78M75.D” 



2.00 Z50' 3.00 3.50 4.00 4.5o' 5,bo 5.bo 6^0 ’6.50 7.00 ~"7.ho abo *8.50 9.66’ afeO io'oo 


il 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


788975.D Tue Jan 24 14:05:04 2012 


Page 1 


Folk_OIG_PRR_039497 













Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\05_20_11\788976.D 

Operator : DJR 

Date Acquired : 21 May 2011 6:09 

Sample Name : 

Submitted by : ASD 

Vial Number : 76 

AcquisitionMeth: WCLONAZ 
Integrator : RTE 



Ret. Time 

Area 

Area % 

Ratio % 



6.613 

1536162 

100.00 

100.00 




788976.D Tue Jan 24 14:05:07 2012 Page 1 


Folk_OIG_PRR 039498 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\05_20_11\788976.D 

DJR 

21 May 201 1 6:09 

ASD 

76 

WCLONAZ 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 95 
Minimum Quality: 90 


CAS# 


Qual 


6.61 C:\DATABASE\PMW_TOX2.L 
Clonazepam 

Clorazepate-M/artifact AC 
Estradiol 2AC 


001622-61-3 98 
000000-00-0 9 
003434-88-6 1 


i®undance 


Averse 6f6.534 t6r6T451nin.:7B8976:D' F)" 


1 20 


• 

t13 

I i ' i M , i;, 

138 I 

; 

164 

193 

: 222 

H|: 262 ii 

if| 
r 1 

0 

m/z^-> 

, , /: 

•Lji 

i : i=: i|:l 

■ :|[hi 

iS ;■■! 

('I ::uJ 


1 : 

! ! 

i i’' 1 i' ^ 

1 1 i^i .ii 'i'll 300 

’ 366 

40 60 

80 

100 120 

140 

lOO 180 200 

’ ' 2M.. 

240 ’ 260 ’ 260 360 

' 320 ' 340 

Sundance 




#454: Clonazepam 

i 

PT5r4 “ 

2^0 

314 


151 177 205 


268 : 

252 I i. 2^0 


40 60 80 ’l00 120 140 1^0 180 200 ’ 220 240 260 280 MO 3i0 340 

788976.D Tue Jan 24 14:05:08 2012 Page 2 


Folk DIG PRR 039499 
































Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

D:\SYSTEM4\05_20_11\788978.D 

DJR 

21 May 2011 6:36 

BLANK 

2 

CLONAZ 

RTF 


iA-Flndance ... TIC: 7g8'9rSU .. 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM4\05__2 0_11\788979 .D 
DJR 

21 May 2011 6:50 

CLONAZEPAM STD 

24 

CLONAZ 

RTE 


Abundance 

I i 

: 6000001 

i mooo\ 

I I 

4000001 

i 300000i 

200000! 

! 100000 ^ 

2.00 2.50 3.00 "TsO 4.00 4.50 5 00 ' 5.50 ’ ' aOO ’6.5o’ ’ 7.66 '' f 50 ’ aOO 8^ ^ ^ aOO 9.50 lo'oo 


Ret. Time 

Area 

Area % 

Ratio % 

6.619 

1757264 

100.00 

100.00 


rrC: 788979. D 
6162 


788979,D 


Tue Jan 24 14:05:21 2012 


Page 1 


Folk OIG PRR 039501 










Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\SYSTEM4\05 20 ll\788979.D 


Operator 

DJR 


Date Acquired 

21 May 2011 6:50 


Sample Name 
Submitted by 

CLONAZEPAM STD 


Vial Number 

24 


AcquisitionMeth 

CLONAZ 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 95 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 6.62 C 

:\DATABASE\PMW_TOX2.L 

Clonazepam 

001622-61-3 98 


Clorazepate-M/artifact AC 

000000-00-0 9 


Estradiol 2AC 

003434-88-6 1 

Abundance 

j 

Average6rB^545'!o 67757mm.: 788979.D (-) 

f 

280 


314 


80! 


60 i 


401 


20 i 


234 


75 

! 


89 


151 


177 


51 63 


102 

] 


205 


125 


268 


: 42 




111 


i. j 
l,r 


138 


ii; I 




164 




i 

4 

; 192 j 

1 222 

1 lL i 1 i j .iljul 1.1^ 

;;j 252 

1 L i, :J 

111-Jiiii r. 

170 1 

7^1 " T i l T r 1 1 1 I- 11 

So 190 200 

T ! 1 ^ f-*-! * f-1 

210^0 230 

240 260 260 27 


I. f ^ 

i! i-’l 299 


iAbiin dance 


80: 


■S454:”CJon3zepam 


PI 574 


280 


314 ! 


60 i 


40 


20 


234 


76 


89 


151 


177 


205 


268 


62 

I 




252 






;m/z-> " 40 50 e'o 70 80 90 100 110 1^0 130 1 40 1 ho 10O 170 180 10^ 200 21 0 2^0 2^0 240 250 2^0 270 260 2^0 300 3i 0 ' | 
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